

BATHROOM MEDICINE CABINET
Required Physical Capabilities:

Move wheelchair to sink, extend arm, grasp knob, exert
pressure on knob, slide glass door, grasp and remove item.

Rationale:

Stock item.  All alternatives deemed equally appro-
priate.

Analysis:

Medicine   cabinet   is  difficult   for residents   to  use
since   it  is   located  an  arm's   length  away.     Arm extension  is
not  possible  for  many quadriplegics,   and heavy,   mirrored
sliding  doors   are  not  easily  moved.     Many  residents   store
toilet  articles  on  sink   counter  rather than   in cabinet.

Recommendations:

-  A medicine   cabinet  may   not   be  the  best way   to  store
bathroom  supplies.     Perhaps  a wall  shelf  by  the sink
would   be  easier  for   the quadriplegic   to  reach.

-   48   -ome residents to handle
